ETag: "3ae2d62a9bb796c6d491ed87153fc7c6"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 4506
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Robert W Connor, Jr
x-archive-meta-case-name: USA v. Jim's Water Service Inc
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: wyd
x-archive-meta-date-case-filed: 2008-06-17
x-archive-meta-date-case-terminated: 2008-08-07
x-archive-meta-docket-num: 1:08-cr-00137
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 17936
x-archive-queue-derive: 0
x-varnish: 1184758254
x-upload-date: 2011-03-28T13:34:49.000Z
